COMMUNIQ 


CONCORDIA 


UE. 
1455 de Maisonneuve Blvd. West, Montreal, Quebec H3G 1M8 


October 17, 1977 


NOTICE 


The Baard of Governors has appointed Dr. John O'Brien, 
M.A., Ph.D., LL.D., D.C.L., for a further term of five years as 
Rector and Vice-Chancellor of the university. The appointment 


takes effect June 1, 1978. 


The appointment was made last week at a regular meeting 
of the board, which acted on the unanimous recommendation of an 


advisory committee established last June. 


Dr. O'Brien has been Rector of Concordia University since 
it came into existence in August, 1974. Previously he was Principal 


and Vice-Chancellor of Sir George Williams University since 1969. 


Dr. O'Brien first joined the university in 1954 as a lec- 


turer in economics. He became Dean of the Faculty of Arts in 1963. 


The Rector is active in inter-university and university- 
government relations. He is a member of the Conference of Rectors 
and Principals of Quebec Universities, sat on the Council of Univer- 
sities until recently, and was appointed this year to the Quebec 


government's Conseil consultatif sur 1'immigration. 


Dr, O'Brien is a member of the board of the Association of 
Universities and Colleges of Canada and of the council of the Associa- 


tion of Commonwealth Universities. 


He is also a member of the board of the YMCA, Vanier College, 
the Fraser-Hickson Institute and the Canadian Mental Health Association 
(Quebec Division). 
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